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INTRODUCTION 


This  report  has  been  prepared  by  the  Illinois  Environmental  Protection 
Agency  (Agency)  pursuant  to  Section  17.1  of  the  Illinois  Environmental 
Protection  Act  (Act).  The  report  summarizes  information  about  your 
facility  and  samples  collected  and  analyzed  from  your  well(s).  The  well 
site  survey  provides  an  inventory  of  the  area  around  the  well(s)  to  help 
increase  your  awareness  of  potential  hazards  to  the  groundwater  utilized 
by  your  facility.  This  information  and  technical  data  will  assist  you  in 
developing  and  implementing  local  groundwater  protection  measures 
authorized  by  the  Act. 

FACILITY  DESCRIPTION  AND  GEOLOGIC  PROFILE  OF  WELL  SITES 

W. A.  Howe  MHC  has  three  public  water  supply  wells.  The  facility  produces 
253,000  gallons  per  day  to  an  estimated  population  of  1,025.  See  Table  I 
for  a  description  of  each  well.  The  wells  utilize  a  shallow  bedrock 
aquifer  overlain  by  uniform,  relatively  impermeable  silty  or  clayey  till 
at  least  50  feet  thick.  Permeability  is  the  ability  of  a  soil  or 
sediment  to  transmit  fluids.  A  detailed  description  and  geologic  profile 
is  found  in  the  Facility  wells  Report  (Appendix  C). 

TABLE  1 


Well 

Setback 

Status 

Capacity  Specific  Treatment 

Aquifer 

Well 

Well 

I.D. 

Min. 

Max. 

(9P*n) 

Capacity 

Depth 

Logs 

(Ft.) 

1 

(Ft.) 

(MGD) 

(gpm/ft) 

(Ft.) 

Avail 

Well  #1 

200 

A 

439.9 

NA 

Cl, FI 

Shallow 

491 

Yes 

(20641) 

0.634 

Bedrock 

Well  #2 

200 

A 

1096 

NA 

Cl, FI 

Shallow 

489 

Yes 

(20642) 

1.580 

Bedrock 

Well  /3 

200 

A 

549.6 

NA 

Cl, FI 

Shallow 

515 

Yes 

(20643) 

0.792 

Bedrock 

A=Active;  I=Inactive;  SB=Standby 

GROUNDWATER  SAMPLINQ/MONITORINQ  HISTORY 
The  public  water  supply  wells  no.  1,  and  no.  2  were  sampled  as  part  of 
the  Statewide  Groundwater  Monitoring  Network  on  October  13,  1987  and 

November  20,  1985  respectively.  The  samples  were  analyzed  for  volatile 
organic  and  aromatic  chemicals  (VOC/VOA)  and  inorganic  chemcials  (IOC). 
The  VOC/VOA  analyses  performed  detected  no  quantifiable  levels  of  organic 
chemicals  in  the  wells.  The  IOC  analyses  performed  found  the  water  from 
well  no.  1  to  have  and  elevated  level  of  iron,  which  is  not  uncommon  for 
similar  wells  in  the  area,  and  the  analyses  performed  found  the  water 
from  well  no. 2  to  meet  all  general  use  guidelines.  Well  no.  3  was  not 
sampled  as  part  of  the  Statewide  Groundwater  Monitoring  Network. 


SURVEY  METHODS  AMD  PROCEDURES 


The  detailed  well  site  survey  consists  of  an  aerial  photographic  map  and 
inventory  sheets  (Appendix  B),  that  relate  information  about  potential 
sources,  routes  and  possible  problem  sites  to  your  water  supply  well(s). 
The  location  of  potential  sources,  routes,  possible  problem  sites,  water 
supply  wells,  minimum  setback  zones,  and  1,000  foot  survey  area  are  all 
displayed  on  the  aerial  photographic  map. 

The  first  page  of  each  survey  consists  of  a  summary  description  and 
geologic  profile  for  each  well.  The  second  and  following  pages  of  the 
survey  inventory  units  within  and  bordering  a  1,500  foot  radius  of  the 
wellhead.  A  unit  is  defined  as  any  device,  mechanism,  equipment,  or  area 
(exclusive  of  land  utilized  for  agricultural  production).  The  Agency 
five-digit  well  number  is  associated  with  a  unit  or  map  code,  and  then 
classified.  The  classification  codes  relate  to  definitions  of  potential 
contamination  sources  and  routes  as  defined  in  the  Illinois  Groundwater 
Protection  Act  (see  Groundwater  Primer  pages  18-19).  The  distance  and 
direction  of  the  unit  from  the  wellhead  is  also  indicated. 

Survey  Results  and  Findings: 

The  well  site  survey  of  W.A.  Howe  MHC  was  conducted  on  May  6,  1992  by 
Greg  White,  Environmental  Protection  Specialist  from  the  Agency's 
Rockford  Regional  Office.  The  following  describes  the  results  and 
findings  for  W.A.  Howe  MHC. 

W.A.  Howe  MHC  Well  #1  <206411 

The  survey  area  is  urban  consisting  partly  of  moderate  density 
residential  housing  and  partly  of  commercial /indust rial  businesses.  The 
well  is  located  off  183rd  Street  just  west  of  Harlem  Ave.  There  are  no 
visible  potential  sources,  routes,  or  possible  problem  sites  within  the 
minimum  setback  zone  (200  feet).  Twenty-five  potential  source  or  possible 
problem  site  is  located  outside  the  minimum  setback  zone  but  within  the 
survey  area  of  the  well  (1500  feet).  These  sites  are  W.  A.  Howe  MHC- 
Stearo  Plant  (map  code  1)  located  300  feet  west  of  the  well,  W.  A.  Howe- 
Water  Treatment  Plant  (map  code  2)  located  300  feet  northwest  of  the 
well.  Apartments  (map  code  3)  located  300  feet  east  of  the  well,  Brusky 
Products  (map  code  4)  located  500  feet  north  of  the  well,  Airys  Inc.  (map 
code  5)  located  650  feet  north  of  the  well,  an  Empty  Building  (map  code 
6)  located  650  feet  northwest  of  the  well,  WLI  Werneke-Long  Inc.  (map 
code  7)  located  925  feet  north  of  the  well,  Adco  Services  Inc.  (map  code 

8)  located  1050  feet  northwest  of  the  well,  Peoria  Mfg.  Inc.  (map  code 

9)  located  1200  feet  northwest  of  the  well,  Tinley  Auto  Repair  (map  code 

10)  located  1350  northwest  of  the  well.  Vehicle  Wash  Systems  (map  code 

11)  located  1425  feet  northwest  of  the  well.  Premium  Services  Inc.  (map 
code  12)  located  1400  feet  north  of  the  well.  Southwest  Community 
Services  Inc.  (map  code  13)  located  700  feet  northeast  of  the  well, 


Heritage  Tool  Mfg.  Inc.  (map  code  14)  located  1000  feet  northeast  of  the 
well,  Robert  Environmental  Control  (map  code  15)  located  1050  feet 
northeast  of  the  well.  Tumbling  Gym/Flooring  Company  (map  code  16) 
located  1125  feet  northeast  of  the  well,  Garfield  Ridge  Trust  &  Savings 
Bank  (map  code  17)  located  1050  feet  northeast  of  the  well,  H.B.  Fuller 
Co.  (map  code  18)  located  1350  feet  northeast  of  the  well,  Anderson 
Heating  Co.  (map  code  19)  located  1425  feet  northwest  of  the  well, 
Labelblank  Corp.  (map  code  20)  located  1450  feet  northwest  of  the  well, 
Eur-Am  Auto  and  RV  Rebuilders  (map  code  21)  located  1200  feet  northwest 
of  the  well,  Pico  Chemical  Corp.  (map  code  22)  located  1225  feet 
northwest  of  the  well,  unknown  company  (map  code  23)  located  1325  feet 
northwest  of  the  well.  Service  Master  (map  code  24)  located  1425  feet 
northwest  of  the  well,  and  Herman's  Auto  Service  (map  code  25)  located 
1500  feet  northwest  of  the  well. 

W. A. Howe  MHC  Well  #2  f20642l 

The  survey  area  is  urban  consisting  partly  of  moderate  density 
residential  housing  and  partly  of  commercial/ industrial  businesses.  The 
well  is  located  west  of  Harlem  Ave.  There  are  no  visible  potential 
sources,  routes,  or  possible  problem  sites  within  the  minimum  setback 
zone  (200  feet).  Sixteen  potential  source  or  possible  problem  site  is 
located  outside  the  minimum  setback  zone  but  within  the  survey  area  of 
the  well  (1500  feet).  These  sites  are  Apartments  (map  code  3)  located 
1300  feet  southwest  of  the  well.  Southwest  Community  Services  Inc.  (map 
code  13)  located  1350  feet  west  of  the  well,  Robert  Environmental  Control 
(map  code  15)  located  1450  feet  northwest  of  the  well,  Tumbling  ON  USA/DS 
Contact  Flooring  (map  code  16)  located  1350  feet  northwest  of  the  well, 
Garfield  Ridge  Trust  &  Savings  Bank  (map  code  17)  located  1300  feet 
northwest  of  the  well,  H.B.  Fuller  (map  code  18)  located  1000  feet 
northwest  of  the  well,  Anderson  Heating  Co.  (map  code  19)  located  1150 
northwest  of  the  well,  Labelblank  Corp.  (map  code  20)  located  1000  feet 
northwest  of  the  well,  Eur-Am  Auto  and  RV  Rebuilders  (map  code  21) 
located  1000  feet  northwest  of  the  well,  Pico  Chemical  Corp.  (map  code 

22)  located  950  feet  northwest  of  the  well,  an  unknown  building  (map  code 

23)  located  850  feet  northwest  of  the  well,  Service  Master  (map  code  24) 
located  775  feet  northwest  of  the  well,  Herman's  Auto  Service  (map  code 
25)  located  700  feet  northwest  of  the  well,  The  Healthy  Attitude  Ltd. 
(map  code  26)  located  1000  feet  northwest  of  the  well,  Chris  Kane 
Inc.  /MAACO/Frame  Tech/Hand  Car  Wash  (map  code  27)  located  525  feet 
northwest  of  the  well,  and  Mr.  G's  Furniture  (map  code  28)  located  875 
feet  north  of  the  well. 


W. A. Howe  MHC  Well  *3  <206431 

The  survey  area  is  urban  consisting  partly  of  moderate  density 
residential  housing  and  partly  of  commerical/industrial  businesses.  The 
well  is  located  west  of  Harlem  Ave.  There  are  no  visible  potential 
sources,  routes,  or  possible  problem  sites  within  the  survey  (200  feet). 
Sixteen  potential  source  or  possible  problem  site  is  located  outside  the 
minimum  setback  zone  but  within  the  survey  area  of  the  well  (1500  feet). 
These  sites  are  Apartments  (map  code  3)  located  1275  feet  southwest  of 
the  well.  Southwest  Community  Services  Inc.  (map  code  13)  located  1350 
feet  west  of  the  well,  Robert  Environmental  Control  (map  code  15)  located 
1400  feet  northwest  of  the  well.  Tumbling  ON  OSA/DS  Contact  Flooring  (map 
code  16)  located  1325  feet  northwest  of  the  well,  Garfield  Ridge  Trust  & 
Savings  Bank  (map  code  17)  located  1250  feet  northwest  of  the  well,  H.B. 
Fuller  (map  code  18)  located  1000  feet  northwest  of  the  well,  Anderson 
Heating  Co.  (map  code  19)  located  1100  northwest  of  the  well,  Labelblank 
Corp.  (map  code  20)  located  900  feet  northwest  of  the  well,  Eur-Am  Auto 
and  RV  Rebuilders  (map  code  21)  located  850  feet  northwest  of  the  well, 
Pico  Chemical  Corp.  (map  code  22)  located  900  feet  northwest  of  the  well, 
an  unknown  building  (map  code  23)  located  800  feet  northwest  of  the  well. 
Service  Master  (map  code  24)  located  700  feet  northwest  of  the  well, 
Herman's  Auto  Service  (map  code  25)  located  600  feet  northwest  of  the 
well.  The  Healthy  Attitude  Ltd.  (map  code  26)  located  800  feet  northwest 
of  the  well,  Chris  Kane  Inc. /MAACO/ Frame  Tech/Hand  Car  Wash  (map  code  27) 
located  350  feet  northwest  of  the  well,  and  Mr.  G's  Furniture  (map  code 
28)  located  575  feet  north  of  the  well. 


SUMMARY 


The  well  site  survey  conducted  located  no  potential  sources,  routes,  or 
possible  problem  sites  within  the  minimum  setback  zone,  but  several 
potential  source  or  possible  problem  site  outside  the  minimum  setback 
zone  but  within  the  survey  area  of  Wells  nos.  1,  2  and  3.  The  sampling 
and  monitoring  to  date  has  detected  no  contamination  in  the  groundwater 
utilized  by  the  facility. 


The  Illinois  Environmental  Protection  Act  provides  minimum  protection 
zones  for  your  wells.  These  minimum  protection  zones  are  regulated  by 
the  Agency.  The  Act  also  authorizes  county  and  municipal  officials  the 
opportunity  to  provide  maximum  protection  zones  up  to  1,000  feet.  The 
responsibility  for  the  control  would  then  be  assumed  by  the  local 
officials  through  adoption  of  a  maximum  setback  zone  ordinance.  Cook 
County  officials  should  be  contacted  in  order  to  make  application. 

Maximum  setback  zones  prohibit  the  siting  of  new  potential  primary 
sources  of  groundwater  contamination.  A  maximum  setback  up  to  1,000  feet 
could  expand  the  regulatory  coverage  of  certain  existing  and  new 
activities.  These  controls  could  be  implemented  upon  the  adoption  of 
proposed  regulations  by  the  Illinois  Pollution  Control  Board. 

RECOMMENDAT I OHS 

The  Agency  strongly  urges  W.A.  Howe  MHC  to  consider  establishing  a 
maximum  setback  zone  ordinance  for  its  wells.  Maximum  setback  zones 
prohibit  the  siting  of  new  potential  primary  sources  of  groundwater 
contamination  up  to  1000  feet  from  respective  wellheads.  Regulatory 
coverage  of  certain  existing  activities  could  be  expanded  upon  adoption 
of  proposed  regulations  currently  before  the  Illinois  Pollution  Control 
Board.  To  aid  you  in  the  development  of  further  regulatory  coverage  for 
your  well  supply,  the  Agency  prepared  a  "Maximum  Setback  Zone  Workbook" 
that  provides  detailed  case  studies  of  how  to  establish  maximum  setback 
zones.  This  text  and  further  technical  assistance  is  readily  available 
form  the  Agency  and  the  Illinois  State  Water  Survey. 

Local  governments  are  also  encouraged  to  consider  conducting  groundwater 
protection  needs  assessments.  Any  county  or  municipality  having  a 
population  less  than  25,000  or  5,000  persons  respectively,  may  request 
the  Agency  to  conduct  a  hazard  review  in  lieu  of  a  need's  assessment. 
The  Agency  may  issue  an  "advisory  of  groundwater  contamination  hazard"  if 
a  significant  hazard  to  the  public  health  or  the  environment  exists. 
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Appendix  B1  -  WELL  SITE  SUMMARY  DESCRIPTION  MG  GgOfcOQIg  PROFILE 
W.A.  Howe  MHC  Well  No.  1  (IBPA  #20641) 


SURVEYOR: 
SURVEY  DATE: 
ADDRESS: 


White 
05-06-92 
Harry  Rats 
7400  W.  183rd  Street 
Tinley  Park,  IL  60477 


AGENCY  WELL  NO:  20641 

WELL  NAME  &  DESC:  Well  #1 

TREATMENT  APPLICATION  POINT:  01 

FACILITY  NO.  &  NAME:  0317850  -  W.A.  Howe  MHC 

FACILITY  PHONE  CONTACT:  708-532-7000 


LOCATION:  TWP,  RNG,  SECTION,  10  ACRE  PLOT:  36N,  12E,  36,  3F 

DISTANCE  FROM  CORNER:  1900S,  1850W 

QUAD  SHEET  CODE  6  NAME:  054D  -  Tinley  Park 

MIN.  SETBACK:  200  feet 

MAX.  SETBACK: 


SURFICIAL  GEOLOGIC  SUSCEPTIBILITY  RATING:  E-  Uniform,  relatively  impermeable 

silty  or  clayey  till  at  leaet  50  feet  thick;  no  evidence  of  interbedded  sand  and 
gravel. 

AGE  OF  WELL:  1952 

WELL  DEPTH:  491  feet 

CASING  DEPTH:  112  feet 

AQUIFER  CODE:  5656  -  Shallow  Bedrock 

MULTPLE  AQUIFER  (Y,N) :  No 

SUMMARY  DESCRIPTION  OF  1,000’  RADIUS  AREA:  The  survey  area  is  urban  consisting  of 
partly  of  moderate  density  residential  housing  and  partly  of  commerical/industrial 
businesses. 


INTERVIEW ( S )  NAME-ADDRESS-AFFILIATION-TELEPHONE  NO: 
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INVENTORY  &_  SYNOPSIS  OF  UNITfSl  W.A.  Howe  MHC  Well  No. 


*CLASSF  KEY 


MIN. 

ZONE 

OUTSIDE  MIN.  ZONE 

PP  = 

POTENTIAL 

PRIMARY 

OP 

= 

POTENTIAL  PRIMARY 

PS  = 

POTENTIAL 

SECONDARY 

OS 

s 

POTENTIAL  SECONDARY 

RI  = 

ROUTE 

OR 

a 

ROUTE 

CC  = 

CERTIFIED 

CC 

= 

CERTIFIED 

XI  = 

UNKNOWN 

OX 

= 

UNKNOWN 

CU  = 

CLEANUP 

CU 

= 

CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-01 

NAME  &  ADDRESS  OF  UNIT  OWNER:  W.A.  Howe  MHC,  7400  W.  183rd  Street,  Tinley  Park,  IL 

60477 

DESCRIPTION  AND  COMMENTS:  Steam  Plant 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  300  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF* :  20641-02 

NAME  &  ADDRESS  OF  UNIT  OWNER:  W.A.  Howe  MHC,  7400  W.  183rd  Street,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Water  Treatment  Plant 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  300  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-03 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Apartments,  W.  183rd  Street,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Apartment  Complex 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  300  feet  east  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-04 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Brusky  Products,  7447  Duvan  Dr.,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Brushes,  Brooms,  and  Mops 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  500  feet  north  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-05 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Airys  Inc.,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Contractors 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  650  feet  north  of  the  well 
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APPENDIX  Bl  r_  INVENTORY  &_  SYNOPSIS  OF  UNIT(S)  W.A.  Howe  HHC  Well  No. 
*206411 


♦CLASSF  KEY 


MIN. 

ZONE 

OUTSIDE  MIN.  ZONE 

PP  » 

POTENTIAL 

PRIMARY 

OP  -  POTENTIAL  PRIMARY 

PS  * 

POTENTIAL 

SECONDARY 

OS  -  POTENTIAL  SECONDARY 

RI  = 

ROUTE 

OR  «  ROUTE 

CC  » 

CERTIFIED 

CC  -  CERTIFIED 

XI  « 

UNKNOWN 

OX  -  UNKNOWN 

cu  = 

CLEANUP 

CU  »  CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-06 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Empty  Building,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N):  Yea 

DISTANCE  AND  DIRECTION:  650  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-07 

NAME  &  ADDRESS  OF  UNIT  OWNER:  WLI  Werneke-Long  Inc.,  7450  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Printing  Ink 
PRE  OR  POST  (Y,N):  Yea 

DISTANCE  AND  DIRECTION:  950  feet  north  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-08 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Adco  Services  Inc.,  17650  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y,N) :  Yea 

DISTANCE  AND  DIRECTION:  1050  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-09 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Peoria  Mfg.  Inc.,  17620  Duven  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  General  Machining  Job  Shop 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1200  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-10 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Tinley  Auto  Repair,  17600  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1350  feet  northwest  of  the  well 


APPENDIX  B1  3.  INVENTORY  &_  SYNOPSIS  OF  UNITfS)  W.A.  Howe  MHC  Well  No.  1  ( IEPA 

#20641) 


♦CLASSF  KEY 


MIN. 

ZONE 

OUTSIDE  MIN.  ZONE 

PP  = 

POTENTIAL 

PRIMARY 

OP 

3 

POTENTIAL  PRIMARY 

PS  = 

POTENTIAL 

SECONDARY 

OS 

= 

POTENTIAL  SECONDARY 

RI  = 

ROUTE 

OR 

= 

ROUTE 

CC  = 

CERTIFIED 

CC 

3 

CERTIFIED 

XI  = 

UNKNOWN 

OX 

3 

UNKNOWN 

CU  = 

CLEANUP 

CU 

3 

CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-11 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Vehicle  Wash  Systems,  Duvan  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Car  Wash  Parts  Manufacturing 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1425  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-12 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Premium  Services  Inc.,  17549  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1400  feet  north  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-13 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Southwest  Community  Services  Inc.,  7413  Duvan  Drive, 
Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Assembly,  Packaging,  and  Material  Collation 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  700  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-14 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Heritage  Tool  Mfg.  Inc.,  7420  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Machine  Tools  and  CNC  Machining 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1000  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-15 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Robert  Environmental  Control,  7410  Duvan  Drive, 
Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1050  feet  northeast  of  the  well 


APPENDIX  81  n  INVENTORY  &_  SYNOPSIS  QZ_  UNIT(S)  W.A.  Howe  MHC  Well  No. - 1 — LH£& 

#20641 ) 


♦CLASSF  KEY 


OUTSIDE  MIN.  ZONE 

OP  »  POTENTIAL  PRIMARY 

OS  ■  POTENTIAL  SECONDARY 

OR  =  ROUTE 

CC  *  CERTIFIED 

OX  =  UNKNOWN 

CU  =  CLEANUP 


MIN.  ZONE 

PP  =  POTENTIAL  PRIMARY 
PS  =  POTENTIAL  SECONDARY 
RI  =  ROUTE 
CC  =  CERTIFIED 
XI  =  UNKNOWN 
CU  =  CLEANUP 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-16 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Tumbling  ON  USA/DS  Contact  Flooring,  7400  Duvan 
Drive,  Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Tumbling  Gym/Flooring  Company 
PRE  OR  POST  ( Y,N) :  Yea 

DISTANCE  AND  DIRECTION:  1125  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-17-OS 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Garfield  Ridge  Trust  &  Savings  Bank,  7400  Duvan 
Drive,  Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Bank,  2  registered  underground  storage  tanks  on  site 
OFSM  #2-014893. 

PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1050  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF* :  20641-18 

NAME  &  ADDRESS  OF  UNIT  OWNER:  H.B.  Fuller  Co.,  7351  Duvan  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  1350  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-19 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Anderson  Heating  Co.,  7330  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Heating  and  Cooling  Company 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1425  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-20 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Labelblank  Corp. ,  7320  Duvan  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Pressure  Sensitive  Labels  and  Diecast  Label  Forms. 

PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1450  feet  northwest  of  the  well 


APPENDIX  81  r_  INVENTORY  &.  SYNOPSIS  OF  UNIT(S)  W.A.  Howe  MHC  Well  No.  1  f  IEPA 
#20641 ) 


* CLASSF  KEY 


MIN. 
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PP 

= 
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PRIMARY 

OP 

* 

POTENTIAL  PRIMARY 
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* 
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OS 

* 

POTENTIAL  SECONDARY 

RI 

= 
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OR 

» 

ROUTE 

CC 

s 

CERTIFIED 

CC 

* 

CERTIFIED 

XI 

= 

UNKNOWN 

OX 

s 

UNKNOWN 

CU 

a 

CLEANUP 

CU 

« 

CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-21 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Eur-Am  Auto  and  RV  Rebuilders,  7300  Duvan  Drive, 
Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  and  RV  Rebuilder 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1200  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF* :  20641-22 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Pico  Chemical  Corp. ,  7319  Duvan  Drive, 
Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Industrial  Metalworking  Chemicals 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1225  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-23 

NAME  &  ADDRESS  OF  UNIT  OWNER:  unknown,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1325  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-24 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Service  Master,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Commerical  Cleaning  Products 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1425  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-25 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Herman’s  Auto  Service,  7305  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  1500  feet  northeast  of  the  well 


APPENDIX  Bl  ZL  INVENTORY  fi.  SYNOPSIS  OF.  UNIT(S)  W.ft.  Howe  MHC  Well  ..No 
/206411 


1  l IEPA 


♦CLASSF  KEY 


MIN.  ZONE 

PP  *  POTENTIAL  PRIMARY 
PS  =  POTENTIAL  SECONDARY 
RI  =  ROUTE 
CC  =  CERTIFIED 
XI  =  UNKNOWN 
CU  =  CLEANUP 


OUTSIDE  MIN.  ZONE 

OP  -  POTENTIAL  PRIMARY 

OS  »  POTENTIAL  SECONDARY 

OR  =  ROUTE 

CC  *  CERTIFIED 

OX  »  UNKNOWN 

CU  =  CLEANUP 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-26 

NAME  &  ADDRESS  OF  UNIT  OWNER:  The  Healthy  Attitude  Ltd.,  17500  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Health  Club 
PRE  OR  POST  (Y,N) :  Yee 

DISTANCE  AND  DIRECTION:  2150  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-27 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Chris  Kane/MAACO/Frame  Tech/Hand  Car  Wash,  7233 
Duvan  Drive,  Tinely  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair/Frame  Shop/Car  Wash. 

PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1650  feet  northeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20641-28 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Mr.  G's  Furnityre,  17500  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Furniture  Store 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2275  feet  northeast  of  the  well 


APPENDIX  B2  INVENTORY  £_  SYNOPSIS  OP  UNITfSl  W.A.  Howe  MHC  Well  No.  2  ( IEPA 

#20642 \ 


White 
05-06-92 
Harry  Kats 

7400  W.  183rd  Street 
Tinley  Park,  IL  60477 


SURVEYOR: 
SURVEY  DATE 
ADDRESS: 


AGENCY  WELL  NO:  20642 

WELL  NAME  &  DESC:  Well  #2 

TREATMENT  APPLICATION  POINT:  01 

FACILITY  NO.  &  NAME:  0317850  -  W.A.  Howe  MHC 

FACILITY  PHONE  CONTACT:  708-532-7000 


LOCATION:  TWP,  RNG,  SECTION,  10  ACRE  PLOT:  36N,  12E,  36,  1G 

DISTANCE  FROM  CORNER:  1050S,  100W 

QUAD  SHEET  CODE  &  NAME:  054D  -  Tinley  Park 

MIN.  SETBACK:  200  feet 

MAX.  SETBACK: 


SURFICIAL  GEOLOGIC  SUSCEPTIBILITY  RATING:  E-  Uniform,  relatively  impermeable 

silty  or  clayey  till  at  least  50  feet  thick;  no  evidence  of  interbedded  sand  and 
gravel. 

AGE  OF  WELL:  1951 

WELL  DEPTH:  489  feet 

CASING  DEPTH:  130  feet 

AQUIFER  CODE:  5656  -  Shallow  Bedrock 

MULTPLE  AQUIFER  ( Y,N) :  No 

SUMMARY  DESCRIPTION  OF  1,000'  RADIUS  AREA:  The  survey  area  is  urban  consisting  of 
partly  of  moderate  density  residential  housing  and  partly  of  commerical/ industrial 
businesses. 


INTERVIEWS )  NAME-ADDRESS-AFFILIATION-TELEPHONE  NO: 


2  (IEPA 


APPENDIX  B2  INVENTORY  &_  SYNOPSIS  OF  UNITfSl  W.A.  Howe  MHC  Well  No. 
/20642 ) 


♦CLASSF  KEY 
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ROUTE 

OR  » 

ROUTE 

CC 

m 

CERTIFIED 

CC  - 

CERTIFIED 

XI 

= 

UNKNOWN 

OX  = 

UNKNOWN 

CU 

= 

CLEANUP 

CU  - 

CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-01 

NAME  &  ADDRESS  OF  UNIT  OWNER:  W.A.  Howe  MHC,  7400  W.  183rd  Street,  Tinley  Park,  IL 

60477 

DESCRIPTION  AND  COMMENTS:  Steam  Plant 
PRE  OR  POST  (Y,N) :  Yea 

DISTANCE  AND  DIRECTION:  2150  feet  southwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF* :  20642-02 

NAME  &  ADDRESS  OF  UNIT  OWNER:  W.A.  Howe  MHC,  7400  W.  183rd  Street,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Water  Treatment  Plant 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2150  feet  southwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-03 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Apartments,  W.  183rd  Street,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Apartment  Complex 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1300  feet  southeast  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-04 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Brusky  Products,  7447  Duvan  Dr.,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Brushes,  Brooms,  and  Mops 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1600  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-05 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Airys  Inc.,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Contractors 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1850  feet  west  of  the  well 


APPENDIX  B2  n  INVENTORY  £.  SYNOPSIS  Of.  UNIT(S)  W.A.  Howe  MHC  Well  No.  2  l  IEPA 
#20642 \ 


♦CLASSF  KEY 


MIN. 

ZONE 

OUTSIDE  MIN.  ZONE 

PP 

= 

POTENTIAL 

PRIMARY 

OP 

* 

POTENTIAL 

PRIMARY 

PS 

s 

POTENTIAL 

SECONDARY 

OS 

- 

POTENTIAL 

SECONDARY 

RI 

= 

ROUTE 

OR 

= 

ROUTE 

CC 

= 

CERTIFIED 

CC 

* 

CERTIFIED 

XI 

= 

UNKNOWN 

OX 

» 

UNKNOWN 

CU 

= 

CLEANUP 

CU 

s 

CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-06 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Empty  Building/  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y/N):  Yes 

DISTANCE  AND  DIRECTION:  2200  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-07 

NAME  &  ADDRESS  OF  UNIT  OWNER:  WLI  Werneke-Long  Inc.,  7450  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Printing  Ink 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1900  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-08 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Adco  Services  Inc.,  17650  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2300  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-09 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Peoria  Mfg.  Inc.,  17620  Duven  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  General  Machining  Job  Shop 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2350  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-10 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Tinley  Auto  Repair,  17600  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2350  feet  northwest  of  the  well 


APPENDIX  B2  INVENTORY  &_  SYNOPSIS  OF  UNITfSt  W.A.  Howe  MHC  Well  No.  2  (IEPA 
/20642 ) 
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WELL  NO.  -  MAP  CODE  -  CLASSF* :  20642-11 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Vehicle  Wash  Systems,  Duvan  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Car  Wash  Parts  Manufacturing 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2400  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-12 

NAME  Si  ADDRESS  OF  UNIT  OWNER:  Premium  Services  Inc.,  17549  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2050  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-13 

NAME  Si  ADDRESS  OF  UNIT  OWNER:  Southwest  Community  Services  Inc.,  7413  Duvan  Drive, 
Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Assembly,  Packaging,  and  Material  Collation 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1350  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-14 

NAME  Si  ADDRESS  OF  UNIT  OWNER:  Heritage  Tool  Mfg.  Inc.,  7420  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Machine  Tools  and  CNC  Machining 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  1600  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-15 

NAME  Si  ADDRESS  OF  UNIT  OWNER:  Robert  Environmental  Control,  7410  Duvan  Drive, 
Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1450  feet  northwest  of  the  well 


APPENDIX  B2 
/20642 ) 


INVENTORY  S_  SYNOPSIS  OF  UNITfS)  W.A.  Howe  MHC  Well  No.  2  flEPA 


•CLASSF  KEY 


MIN.  ZONE 

PP  =  POTENTIAL  PRIMARY 
PS  =  POTENTIAL  SECONDARY 
RI  =  ROUTE 
CC  =  CERTIFIED 
XI  ■  UNKNOWN 
CU  «  CLEANUP 


OUTSIDE  MIN.  ZONE 

OP  =  POTENTIAL  PRIMARY 

OS  *  POTENTIAL  SECONDARY 

OR  *  ROUTE 

CC  =  CERTIFIED 

OX  »  UNKNOWN 

CU  *  CLEANUP 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-16 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Tumbling  ON  USA/DS  Contact  Flooring,  7400  Duvan 
Drive,  Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Tumbling  Gym/Flooring  Company 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1350  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-17-OS 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Garfield  Ridge  Trust  &  Savings  Bank,  7400  Duvan 
Drive,  Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Bank,  2  registered  underground  storage  tanks  on  site 
OFSM  /2-014893 . 

PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1300  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-18 

NAME  &  ADDRESS  OF  UNIT  OWNER:  H.B.  Fuller  Co.,  7351  Duvan  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1000  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-19 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Anderson  Heating  Co.,  7330  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Heating  and  Cooling  Company 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1150  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-20 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Labelblank  Corp. ,  7320  Duvan  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Pressure  Sensitive  Labels  and  Diecast  Label  Forms. 

PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  1000  feet  northwest  of  the  well 


APPENDIX  B2  INVENTORY  6.  SYNOPSIS  OF  UNIT(S)  W.A.  Howe  MHC  Well  No. _ 2 — LUEft 

*20642) 


♦CLASSF  KEY 


MIN. 

ZONE 

OUTSIDE  MIN.  ZONE 

PP 

= 

POTENTIAL 

PRIMARY 

OP 

= 

POTENTIAL 

PRIMARY 

PS 

« 

POTENTIAL 

SECONDARY 

OS 

« 

POTENTIAL 

SECONDARY 

RI 

=* 

ROUTE 

OR 

» 

ROUTE 

CC 

XT 

CERTIFIED 

CC 

SC 

CERTIFIED 

XI 

S 

UNKNOWN 

OX 

- 

UNKNOWN 

CU 

S 

CLEANUP 

CU 

« 

CLEANUP 

WELL  NO.  -  MAP  CODE  -  CLASSF* :  20642-21 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Eur-Am  Auto  and  RV  Rebuilders,  7300  Duvan  Drive, 
Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  and  RV  Rebuilder 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1000  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-22 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Pico  Chemical  Corp. ,  7319  Duvan  Drive, 
Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Industrial  Metalworking  Chemicals 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  950  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-23 

NAME  &  ADDRESS  OF  UNIT  OWNER:  unknown,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  850  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-24 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Service  Master,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Commerical  Cleaning  Products 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  775  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-25 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Herman's  Auto  Service,  7305  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  700  feet  northwest  of  the  well 


appendix  B2_  INVBH.T9WL  k.  synopsis  QJL  u?qT(S)  w.a.  Howe  mhc  well  No 
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WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-26 

NAME  &  ADDRESS  OF  UNIT  OWNER:  The  Healthy  Attitude  Ltd.,  17500  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Health  Club 
PRE  OR  POST  (Y,N):  Yea 

DISTANCE  AND  DIRECTION:  1000  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF* :  20642-27 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Chris  Kane/MAACO/Frame  Tech/Hand  Car  Wash,  7233 
Duvan  Drive,  Tinely  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair/Frame  Shop/Car  Wash. 

PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  525  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20642-28 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Mr.  G’s  Furnityre,  17500  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Furniture  Store 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  875  feet  north  of  the  well 


Appendix  B3  -  WELL  SITE  SUMMARY  DESCRIPTION  AND  GEOLOGIC  PROPILE 
W. A.  Howe  MHC  Well  No.  3  ( IEPA  #20643 \ 


SURVEYOR: 
SURVEY  DATE: 
ADDRESS: 


White 
05-06-92 
Harry  Kate 

7400  W.  183rd  Street 
Tinley  Park,  IL  60477 


AGENCY  WELL  NO:  20643 

WELL  NAME  &  DESC:  Well  #3 

TREATMENT  APPLICATION  POINT:  01 

FACILITY  NO.  6  NAME:  0317850  -  W.A.  Howe  MHC 

FACILITY  PHONE  CONTACT:  708-532-7000 


LOCATION:  TWP,  RNG,  SECTION,  10  ACRE  PLOT:  36N,  12E,  36,  1G 

DISTANCE  FROM  CORNER:  850S,  100W 

QUAD  SHEET  CODE  &  NAME:  054D  -  Tinley  Park 

MIN.  SETBACK:  200  feet 

MAX.  SETBACK: 


SURFICIAL  GEOLOGIC  SUSCEPTIBILITY  RATING:  E—  Uniform,  relatively  impermeable 

silty  or  clayey  till  at  least  50  feet  thick;  no  evidence  of  interbedded  sand  and 
gravel. 

AGE  OF  WELL:  1951 

WELL  DEPTH:  515  feet 

CASING  DEPTH:  129  feet 

AQUIFER  CODE:  5656  -  Shallow  Bedrock 

MULTPLE  AQUIFER  ( Y,N) :  No 

SUMMARY  DESCRIPTION  OF  1,000'  RADIUS  AREA:  The  survey  area  is  urban  consisting  of 
partly  of  moderate  density  residential  housing  and  partly  of  commerical/ industrial 
businesses . 


INTERVIEW ( S )  NAME-ADDRESS-AFFILIATION-TELEPHONE  NO: 


APPENDIX  B3 
/20643) 
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* CLASS?  KEY 


MIN. 

ZONE 

OUTSIDE  MIN.  ZONE 

PP  = 

POTENTIAL 

PRIMARY 

OP 

» 

POTENTIAL 

PRIMARY 

PS  = 

POTENTIAL 

SECONDARY 

OS 

* 

POTENTIAL 

SECONDARY 

RI  = 

ROUTE 

OR 

SC 

ROUTE 

CC  = 

CERTIFIED 

CC 

* 

CERTIFIED 

XI  = 

UNKNOWN 

OX 

« 

UNKNOWN 

WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-01 

NAME  &  ADDRESS  OF  UNIT  OWNER:  W.A.  Howe  MHC,  7400  W.  183rd  Street,  Tinley  Park,  IL 

60477 

DESCRIPTION  AND  COMMENTS:  Steam  Plant 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2200  feet  southwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-02 

NAME  &  ADDRESS  OF  UNIT  OWNER:  W.A.  Howe  MHC,  7400  W.  183rd  Street,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Water  Treatment  Plant 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  2200  feet  southwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASS?*:  20643-03 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Apartments,  W.  183rd  Street,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Apartment  Complex 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1275  feet  southwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-04 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Brusky  Products,  7447  Duvan  Dr.,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  Brushes,  Brooms,  and  Mops 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  1600  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-05 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Airys  Inc.,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Contractors 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  1850  feet  west  of  the  well 


APPENDIX  B3  z.  INVENTORY  fi.  SYNOPSIS  OP.  UN1T(S}_  W-A. — flowe  MHC  Wei}.  No. - 3 — ( IE  .P& 

*20643 ) 
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MIN.  ZONE 

PP  =  POTENTIAL  PRIMARY 
PS  *  POTENTIAL  SECONDARY 
RI  *  ROUTE 
CC  -  CERTIFIED 
XI  «  UNKNOWN 
CU  »  CLEANUP 


WELL  NO.  -  MAP  CODE  -  CLASS?* s  20643-06 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Empty  Building,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y, N) :  Yea 

DISTANCE  AND  DIRECTION:  2200  feet  west  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASS?*:  20643-07 

NAME  &  ADDRESS  OF  UNIT  OWNER:  WLI  Werneke-Long  Inc.,  7450  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Printing  Ink 
PRE  OR  POST  ( Y, N) :  Yea 

DISTANCE  AND  DIRECTION:  1900  feet  northwe8t  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASS?*:  20643-08 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Adco  Servicea  Inc.,  17650  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  ( Y,N) :  Yea 

DISTANCE  AND  DIRECTION:  2300  feet  northweat  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-09 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Peoria  Mfg.  Inc.,  17620  Duven  Drive,  Tinley  Park,  IL 
60477 

DESCRIPTION  AND  COMMENTS:  General  Machining  Job  Shop 
PRE  OR  POST  ( Y, N) :  Yea 

DISTANCE  AND  DIRECTION:  2300  feet  northweat  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-10 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Tinley  Auto  Repair,  17600  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair 
PRE  OR  POST  (Y,N) :  Yea 

DISTANCE  AND  DIRECTION:  2300  feet  northweat  of  the  well 


APPENDIX  £3.  I.NVSKTORY  S_  SYBfiE&IS.  Q2_  UEIXIS.).  w.A,  Howe  MHC  Well  No, _ 3  (IEPA 
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WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-21 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Eur-Am  Auto  and  RV  Rebuilder 8,  7300  Duvan  Drive, 

Tinley  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  and  RV  Rebuilder 
PRE  OR  POST  (Y,N):  Yes 

DISTANCE  AND  DIRECTION:  850  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-22 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Pico  Chemical  Corp. ,  7319  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Industrial  Metalworking  Chemicals 
PRE  OR  POST  ( Y, N) :  Yes 

DISTANCE  AND  DIRECTION:  900  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-23 

NAME  &  ADDRESS  OF  UNIT  OWNER:  unknown,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  unknown 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  800  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-24 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Service  Master,  Duvan  Drive,  Tinley  Park,  IL  60477 
DESCRIPTION  AND  COMMENTS:  Commerical  Cleaning  Products 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  700  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-25 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Herman's  Auto  Service,  7305  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair 
PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  600  feet  northwest  of  the  well 


APPENDIX  B3  n  INVENTORY  &.  SYNOPSIS  QE_  UNIT(S_L  YLAs — Howe  MHC  Well  No^ 
/20643 ) 


3  < IEPA 
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OP  -  POTENTIAL  PRIMARY 

OS  =  POTENTIAL  SECONDARY 

OR  -  ROUTE 

CC  «  CERTIFIED 

OX  =  UNKNOWN 
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WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-26 

NAME  &  ADDRESS  OF  UNIT  OWNER:  The  Healthy  Attitude  Ltd. ,  17500  Duvan  Drive,  Tinley 
Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Health  Club 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  800  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-27 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Chris  Kane/MAACO/Frame  Tech/Hand  Car  Wash,  7233 
Duvan  Drive,  Tinely  Park,  IL  60477 

DESCRIPTION  AND  COMMENTS:  Auto  Repair/Frame  Shop/Car  Wash. 

PRE  OR  POST  ( Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  350  feet  northwest  of  the  well 


WELL  NO.  -  MAP  CODE  -  CLASSF*:  20643-28 

NAME  &  ADDRESS  OF  UNIT  OWNER:  Mr.  G's  Furnityre,  17500  Duvan  Drive,  Tinley  Park, 
IL  60477 

DESCRIPTION  AND  COMMENTS:  Furniture  Store 
PRE  OR  POST  (Y,N) :  Yes 

DISTANCE  AND  DIRECTION:  575  feet  north  of  the  well 
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